Passat Wiring Diagram No. 27/1 


Automatic day/night interior mirror, Rainsensor 
From August 1998 


Deviate relay location and fuseplacements as well as the locations of multiple connectors see section "component 
locations". 


Relay location on the thirteenfold auxiliary relay panel, above relay panel: 


Relay panel: 


88-20676 
Relay location on the eightfold auxiliary relay panel, behind relay panel: 


Fuse colors 


30 A - green 
25 A - white 
20 A - yellow 
15 A - blue 
10A-red 
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7,5 A- brown 
5A-beige 


Edition 08.2000 


Мо. 27/2 


Automatic daylight interior mirror, Regensensor, Wiper/Washer 
Intermittent Relay Кя 


6213 Rainsensor (on automatic day/night interior mirror) 
J31 Wiper/Washer Intermittent Relay 

$231 Fuse 31 in fuse holder ©, 

T4h 4-Ріп Connector, black, near miffor under the roof 
Téy 6-Ріп Connector, black, near mira under the roof 
Tez 6-Ріп Connector 

T10v 6-Ріп Connector, green, connector ‘ation A-pillar, left 
Y7 Automatic day/night interior mirror р 


en AG. Volkswagen AG g, 


Wiring Dia 


Р Е) 


Ground connection, on left A-pillar, bee part 


Ground connection -1-, in interior toting harness 
2 
5 Ground connection -2-, in instrument panel wiring harness 
БІ 
wire conection (15a), in instrumentpanel wiring hamess 
= 
(am) Connector (15a, fuse 231) , in instrument panel wiring harness 
РУ 

(ж) Connector (reverse етйп instrument panel wiring harness 

* valid for vehicles КЛ sunroof 

** valid for vehiclest@tuiped with sunroof 
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